ELECTRICITY AND A FROG

Specially drawn for this tcotk.
While dissecting a dead frog in his room one day, the Italian scientist, Luigi Aloisio Galvani
(1737-1798), noticed that its muscles twitched when touched with his knives. Later on, he
discovered the movements to be caused by electricity, though he thought that some kind of fluid
passed through the muscles when they were electrified. This kind of twitching was called after
him, " galvanism." We also owe to his name the words " galvanic " and " galvanise.
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